GPS receiver with 


PMR 446 2-way radio 


Communication 
free of charge! 


PMR Features 


up to 5 km range 

8 channels 

vox-function (voice control) 

38 CTCSS. tones 

call-function (choice of 7 sounds) 
search/ scan-function 
2-channel-control (dual watch) 
battery indicator and automatic 
power saving function 

socket for various headsets 
produced according to 
EU-standard PMR 446 


G PS features 


* 128 x 64 dot pixel LCD display 
LCD backlight for night operation 
Mode icons for GPS only, radio and GPS 
and radio only 

12 channel GPS satellite receiver 
Stores 10 routes with up to 

20 waypoints each 

Provides 3 tracks with 360 legs 
Map and pointer displays provide: 
Latitude and longitude 

Current/ average/ maximum speed 
Bearing and heading 

Date and Time 

Sunrise and Sunset 


GP Locator 


GPS partner locator (GP locator): 

With the GP-locator you can transmit 
your position (coordinates) to an other 
GPS/ PMR. 


General: 


Easy access feature menus 

* Swivel belt clip with quick release 
Fold down antenna 

Weight with batteries ca. 285 g 
Requires 4 AA Alkaline batteries or 
NiMH rechageable batteries 

wide: 6,1 cm, 

high: 13,3 cm, 

depth: 3,8 em 


Ord.-No.: 29720 


Accessories: 


pee bit gagar 
Ord.-No.: 2972 

NiMH rate it (4x AA), 1300 mAh, 
Ord.-No.: 29723 

12 VDC cigar plug charge adapter, 
Ord.-No.: 29724 

230 V wallcharger, 

Ord.-No.: 7360 


